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Research, . O. Box 208, Bedford, 
Mass. 01730. 
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Society of Professional ineers, 
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Contact: K. E. Trombley, NSPE, 2029 
K St., N.W., , D.C. 20006. 
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posium on Instrumentation for the 
Process Industries, College Station, 
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Chemical Engineering, Texas A&M 
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urement Engineering, Arizona State 
University, Tempe. Contact: Prof. P. 
K. Stein, Engineering Center, Ariz. 
State Univ., Tempe. Registration closes 
January 14. 
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the Technical Section, Canadian Pulp 
& Paper Association, Queen Elizabeth 
Hotel, Montreal. Contact: Canadian 
Pulp & Paper Assoc., 2280 Sun Life 
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UCLA. Los Angeles. Sponsor: IFEE. 
Contact: A. V. Balakrishnan, Dept. of 
Engineering, University of California, 
Los Angeles 90024. 
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Winner. 152 W. 42nd St., New York, 
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